The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAU L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



12/11/2009 


Kristen Bonavita 

Assistant District Attorney, Suffolk County 
Dear ADA Bonavita, 

^^^Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 

GC/MS testing was performed by Amiie Dookhan. All other analyses were performed by 
Nicole Medina, If you have any questions about these materials, please call me at the 
number below. 


Sincerely, 
Annie Dookhan 


Chemist H 
Drug Analysis Lab 
Jamaica Plain, MA. 
(617) 983-6631 


02130 
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DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 













No, Date Analyzed:^ 

City: Boston D-C.U. Police Dept. 

Officer; RO^ian^ope^^^ 

Def; 

Amount; Subst:SUB 

No. Cont; 3 Cont: pb 

Date Rac'd: 08/05/2009 No. Analyzed: t 

Gross Wt.: 4.31 Net WelghbO 

# Tests: 

Prelim: Findings: 


Han email PRR 003603 




j On 

(y 


fi 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 



agency "^os.W-n 


ANALYST 1)5^ 
Evidence Wt 


Gross Wt {5 ) 


PHYSICAL DESCRIPTION: ^ o>ea.Lo-C^ 

Gl\ 1 6rossWt{^ ) 

CjctT'^VcL* Ov net b^ OjLO Pkg.Wt 

Po\j3cbr Q,tvci ci«AxJb>^ ^ 

(sitAjJoK^ \oaa 

LObT)"^ 


0. IdOUG 




o. 


6. 




0, \ 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (4~) o\l..05. 
Marquis -V~ fio t ^ 
Froehde's -V- pQl pLi^ 
Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAjLJ_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS ^ 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS 4-W ir>\ 


MS 

OPERATOR 




DATE I 0 -O 9 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\10_21__09\6794 02 .D 
ASD 

21 Oct 2009 10:03 

BLANK 

1 

DRUGS 

RTE 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


679402.D 


Pri Dec 11 09:32:01 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEM7\10__21_09\6794 03 .D 
ASD 

21 Oct 2009 10:16 

QC MIX 

3 

DRUGS 

RTE 


Abundance 
; 2000000 ! 

; 1500000 

1000000 

500000^ 

0 !, - 

:Time-> 2.00 


4)37 


TIC: 679403.D 


5.06 


2.50 3.0O 3.50 ' 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 6,00 8,50 9,bo 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.373 

2056159 

60.43 

100.00 

5.056 

1346657 

39.57 

65.49 


679403.D 


Fri Dec 11 09:32:04 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\10 21 09\679403.D 



Operator 

ASD 



Date Acquired 

21 Oct 2009 10:16 



Sample Name 
Submitted by 

QC MIX 



Vial Number 

3 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.37 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 i 


82 


Average of 4.347 to 4.463 min.: 679403''D’ (-) 
182 


60 


40, 


20 


94 


106 


42 


51 


0- , 


68 

jiiiSO ^ j:,. I :i‘h 


122 


135 


198 


303 


272 


208 222 242 259 


268 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


80- 


82 


60. 


40: 


20 


0 


¥2’9:WCAIRE 


182 


94 


105 


42 


51 


68 


122 
.114 :, I 


135 ■'^2 166 


198 


214222 244 259 


272 


303 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


679403 .D 


Fri Dec 11 09:32:04 2009 


Page 2 


Han email PRR 003608 
















Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\10 21 09\679403.D 



Operator 

ASD 



Date Acquired 

21 Oct 2009 10:16 



Sample Name 

QC MIX 



Submitted by 




Vial Number 

3 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CASH 

Qual 


5.06 C:\DATABASE\PMW_TOX2.L 
Codeine 
Hydrocodone 


@ 000076-57-3 94 

000125-29-1 10 


Abundance 


Average of 5.0'2‘4 to 5.167" min,: '679'403.D (-) 


299 


80 


60: 


40: 


42 


20 : 


0: 


59 


162 


115 


124 


229 


81 

70 94 

.103 
i ; i: , H I 
■ '171 il 


152 


188 


141 


175 


214 

197 


242 


282 


256 270 


313 


m/z-> 40 50 60 70 80 90 l 6o 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 

Abundance W73; Codeine @P1484 


80, 


60: 


40 


20 


0 


59 


124 


162 


229 


188 214 

198 


242 


282 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


679403 .D 


Fri Dec 11 09:32:05 2009 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\SYSTEM7\10__21_09\679404 .D 
ASD 

21 Oct 2009 10:28 

BLANK 

1 

DRUGS 

RTE 


Abundance 

^ 2000i 


1500: 

1000 ; 

500 i 

: Oy . . ■ .. . .... 

Time-> 2,00 2.50 3.00 3.50 


TIC:679404D 



4.00 4,50 5.00 '5.56 6,00 6.50 7,00 7.50' 8.00 8,50 9,00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


679404,D Fri Dec 11 09:32:08 2009 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 







File Name 

F;\SYSTEM7\10 2 

1 09\679427 

.D 




Operator 

ASD 








Date Acquired 

21 Oct 

2009 15 

: 19 






Sample Name 

BLANK 








Submitted by 









Vial Number 

1 








AcquisitionMeth 

DRUGS 








Integrator 

RTE 








Abundance 


.-. 

TIC: 

679427;D 



1 


2000^ 



M 

iBiii 

'i ' 

! ‘ }| 

i 1 


I 1500: 


.1 

15*'i 


■' i 






til 







looo; 


1,1 
i -1"' 







500 

1/! 

, 'V i 

.! 

•d ' 







O'.- . 









Time-> 2,00 2,50 3,00 

3,60 4.00 

4.50 5.00 

5.50 

6.00 6.M 

7.00 7.50 

8.00 

8.50 

9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 





***N0 INTEGRATED PEAKS*** 


679427.D Fri Dec 11 09:32:21 2009 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ 
ASD 

21 Oct 2009 
HEROIN STD 

28 

DRUGS 

RTE 


10_21_09\679428.D 
15 : 31 


Abundance 

800000; 

600000i 

4000001 

: 200000 ; 


o' 


Time-> 2,00 2,50 

3,00 ' 3,50 4.00 4,50 5,00 

5.50 

6.0O 

6.60 7.00 7,60 8.00 8,50 9,00 9,50 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.031 

1261579 

100 . 

00 

100.00 


TIC: 879428^0 
6J03 
i 

i 

\ 


679428.D 


Fri Dec 11 09:32:24 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\10 21 09\679428.D 



Operator 

ASD 



Date Acquired 

21 Oct 2009 15:31 



Sample Name 

HEROIN STD 



Submitted by 




Vial Number 

28 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 6.03 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


43 

i 


80: 


60 i 


Avefage of 5.999 to 6 147 mih.: 679428^0 (-) 


268 


327 


310 


369 


40; 


20 ; 


81 


204215 


146 


94 


115 


162 


Abundance 



59 ^ 

; 128 
: 105 : ip 

; : 174 ; I 

:i i ^ , ; 226 

185 

238 

253 

284 

298 

341 

354 

40 

60 80 

100 120 140 

160 180 200 220 

240 

260 

280 

300 

320 340 

360 

a 

43 



¥T: HEROIN 








80; 


60 i 


268 


327 


40: 


61 

204 

215 



310 

369 

20^ 

O' ; 
m/z-> 40 

59 

70 ' 

94 162^^^ 

i : 128 \ 

I i .7 .7, : 193 

j 226 

: J; J 238 

253 : 

284 

298 ] 1 

341 

60 

80 

100 120 140 160 ^180 200 

220 240 

260 

280 

300 320 

340 360 

679428 .D 



Fri Dec 11 09:32:24 

2009 



Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\10_21_09\679429.D 

ASD 

21 Oct 2009 15:44 

BLANK 
LAG 
1 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


679429.D 


Fri Dec 11 09:32:28 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F ; \SYSTEM7\10__21_09\679439 . D 

Operator : ASD 

Date Acquired ; 21 Oct 2009 17:50 

Sample Name : BLANK 

Submitted by ; NEW 

Vial Number ; 1 

AcquisitionMeth; DRUGS 
Integrator : RTE 



Time--> ° 2.00 2.50 iOO 3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7,50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


679439.D Fri Dec 11 09:32:36 2009 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ 
ASD 

21 Oct 2009 


NEM 

40 

DRUGS 

RTE 


10_21_09\679440 .D 
18 : 03 


Abundance 

800000: 


TicrergwoTD" 

6,03 


600000: 


400000 : 


3.04 


200000 


2.47 


0 r- 


Time-*> 2.00 2,50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7,50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.472 
3.044 
6.031 


132406 8.70 11.95 

281383 18.49 25.39 

1108357 72.82 100.00 


679440.D Fri Dec 11 09:32:39 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\10 21 09\679440.D 



Operator 

ASD 



Date Acquired 

21 Oct 2009 18:03 



Sample Name 




Submitted by 

NEM 



Vial Number 

40 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries; C:\DATABASE\SLI.L 

Minimum 

Quality; 90 


C;\DATABASE\PMW TOX2.L 

Minimum 

Quality; 90 


C: \DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2.47 C;\DATABASE\NIST98.L 
Acetaminophen 
Acetaminophen 
Metacetamol 


000103-90-2 95 
000103-90-2 94 
000621-42-1 90 


Abundance 


80 i 


60 i 


40 


20 


o; 


m/z-> 10 20 

Abundance 


Average df'2'.451 to'2’509 min.: 679440.D {-) 
1p9 


43 


80 


53 


63 


69 75 


91 


151 


120 135 


179 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 

#119957: Acetaminophen 
109 


80- 


60, 


40 ^ 


151 


20 : 


O: 


15 27 


43 


53 


36 


63 


69 


80 


86 92 


120 135 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


679440 .D 


Fri Dec 11 09:32:40 2009 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\1 

ASD 

21 Oct 2009 


NEM 

40 

DRUGS 

RTE 


0_21_09\679440.D 
18 : 03 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C;\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.04 C:\DATABASE\PMW_TOX2.L 
Caffeine 
Mescaline AC 

Endogenous biomolecule 2AC 


000058-08-2 98 
000000-00-0 17 
000000-00-0 9 


Abundance 


Average of 3.018 to 3,129 fhin.: 679^4'O.D" (-) 


194 


80 

60 

40 

20 - 

0 

m/z-> 

Abundance 


42 


55 


50 


67 


109 


82 



I i. ,73 ; I : 

94 


122 ] 

151 

165 

i 179 

: ' 1 

1 1 : 

’ 'eo 

70 80 

90 100 

110 

120 130 140 

150 

160 ' 170 180 

190 


#191: Caffeine 


P821 


194 


80; 


60; 


40: 


20 i 


m/z-> 


55 


67 


82 


109 


94 


137 


165 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 


679440 .D 


Fri Dec 11 09:32:40 2009 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\10 21 09\679440.D 



Operator 

ASD 



Date Acquired 

21 Oct 2009 18:03 



Sample Name 




Submitted by 

NEM 



Vial Number 

40 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CASif 

Qual 


3 6.03 C;\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


43 


Ave^rage of 5.'994 to 6.126 min.: 679440.D (-) 


80: 


327 


60- 


268 


310 


369 


40 


20 : 


81 


146 


59 


70 


94 115 


162 


105 i 


128 


174 


0 . 


204 215 


185 


226 

; 238 253 


284 

298 


352 


miz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


4:3 


#1: HEROIN 


80. 


60; 


268 


327 


40: 


81 


204 

215 



310 

369 

20^ 1 

0. ;L... 

m/z-> 40 

59 

70 

94 162 

128 i : 

1, 184 


: 226 
: ; 238 

253 i 

284 

298 

341 

60 

80 

100 120 140 160 180 

200 

220 240 

260 

280 

300 ' 320 

340 360 

679440-D 



Fri Dec 11 09:32 

:41 

2009 



Page 4 



Han email PRR 003619 



























Area Percent / Library Search Report 


Information from Data File: 




File Name 

F:\SYSTEM7\ 

10 21 09\679441 

■ D 


Operator 

ASD 




Date Acquired 

21 Oct 2009 

18 :16 



Sample Name 

BLANK 




Submitted by 

NEM 




Vial Number 

1 




AcquisitionMeth 

DRUGS 




Integrator 

RTE 




Abundance 


.TIC: 67944i.D^ 



2000 





1500: 


i,p '■ 



1000 


III*' 

fl'- 



500 










:Tinrie--> 2.00 2.50 3.0C 

3.50 4.00_ 4.50 

5.00 5,50 6.00 6,50 

7.00 ' 7.50 8.b0 

8,50 9.0O 9.50 

Ret. Time 

Area 

Area % 

Ratio % 



***N0 INTEGRATED PEAKS*** 


679441.D Fri Dec 11 09:32:44 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \SYSTEM?\10___21_09\679450 .D 
ASD 

21 Oct 2009 20:09 

BLANK 

2 

DRUGS 

RTE 


Abundance 


2000 ; 

1500 ^ 

1000 ! 


500i 




0 ^ :. 

2.(30 



2.50 3.00 3.50 


“TrCT“679450.D 



4.00 4.50 5,00 5.50' 6.00' ' 6.50 7.00 7.50 8,00 8.50 9.b0 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


679450.D Fri Dec 11 09:32:50 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\10 21 09\679451.D 

Operator 

ASD 

Date Acquired 

21 Oct 2009 20:22 

Sample Name 
Submitted by 

HEROIN STD 

Vial Number 

51 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

lAbundance 

TIC:6r9i>mT 

6i04 

800000! 

1 

! 

600000, 

] 

400000! 


; 200000: 

0: . . . 

iime-> 2.00 2.50 3.00 

ii 

3.50 '4.00 4.50 5.00 5.50 6.bo ' 6.50 ' 7.00 7.50 ' 8.00 8.50 9.00 9750 

Ret. Time 

Area Area % Ratio % 

6.036 

1208075 100.00 100.00 


679451.D 


Fri Dec 11 09:32:54 2009 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired 
Sample Name : 

Submitted by ; 

Vial Number : 

AcquisitionMeth: 
Integrator ; 


Data File; 

F:\SYSTEM7\10_21_09\679451.D 
ASD 

21 Oct 2009 20:22 

HEROIN STD 

51 

DRUGS 

RTF 


Search Libraries; C;\DATABASE\SLI.L 

C : \DATABASE\PMW__TOX2 . L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality; 90 
Minimum Quality: 90 


CAS# Qual 


1 6.04 C;\DATABASE\SLI.L 

HEROIN 


000561-27-3 94 


Abundance 

4:3 


Average of 5:9’g9 lb6.152min.;.0 (-) 


80 i : 





60| 





40: : 







81 

146 


20: 

59 

70 ; 

94 115 i 

162 




i 128 i 




! ■: 

.i . hi,. 

1 1: '' ‘ ' i V’ 


O': : 

40 

.60 

80 

100 120 ’ "I40 

i .! 

Teo 


327 


268 


310 


369 


204215 


185 


226 


238 253 


264 


/C, .-.I........ , h. O' I 352 

240 260 260 300 320 340 360 


Abundance 


80 


43 


W1: HEROIN 


60 : 


268 


327 


40, :i 


81 

204 

215 

20i :: 

59 

70 i 

94 1-16 162 



; 128 : i 1''‘1 

; 226 



' .: 

, , 193 ■ 

238 253 

Ohr:. 





m/z-> 40 

60 

80 

100 120 140 160 180 200 

220 240 260 

679451.D 



Fri Dec 11 09:32:54 

2009 


310 


369 


284 


298 


341 


Page 2 


Han email PRR 003623 





















Area Percent / Library Search Report 


Information from Data File: 







File Name 

F:\SYSTEM7\10 

21 

09\679452 

.D 




Operator 

ASD 







Date Acquired 

21 Oct 2009 20: 

35 





Sample Name 

BLANK 







Submitted by 

CBS 







Vial Number 

2 







AcquisitionMeth 

DRUGS 







Integrator 

RTE 







Abundance 









TIC: 679452.0 





20001 

1500 


.1? 

It I 

f ' "W 

iPliyiii 

i ' ' ‘ 

[hi. 


.. 'i' ly'h 

1000 

af 

h Pi 







500 ' 

ir .fir 







Qi , . , .... 








rrime-> 2,00 2,50 3.00 

3.50 4.00 4.50 5.60 

5.50 6.00 6.50 

7.bo 7.50 

8.00 8.50' 

9.00 

9.50 

Ret. Time 

Area 

Area % 

Ratio % 





***N0 INTEGRATED PEAKS*** 


679452.D Fri Dec 11 09:32:57 2009 Page 1 
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